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-9106110301 Requests that proprietary document entitled. "Fort St Vrain Decommis-
sioning Cost Estimate for PSC of CO for June 1991," be withheld per 10CFR2.790.
DIPIAZZA.R.P. Westinghouse Electric Corp. CAW-91-170. 91/06/05. MURLEY.T, Doc-
ument Control Branch (Document Control Desk). 12pp. 58043:298-58043:310.

-9106110308 Nonproprietary, "Fort St Vrain Decommissioning Cost Estimate for PSC of
CO,"

*  Public Service Co. of Colorado. 91/06/05. 400pp. 58043:311-58045:052.

9106120268 Forwards memo of telcon w/P Kadambi on 910603 re large magnitude ir-
regular density wave oscillations.

STRAMBACK.G.B. General Electric Co. MFN-061-91. 91/06/03. BERLINGER.C.H.
Generic Communications Branch. 4pp. 58110:001-58110:004.

9106130091 Summary of 910501 meeting w/NUMARC,Joint Owners Group Accident
Mgt Advisory Committee & EPRI for NUMARC & EPRI to present selected portions of
revised EPRI Technical Basis Rept.EncI withheld.

PALLA.R.L Risk Application Branch. 91/05/21. CONGEL.FJ. Division of Radiation
Protection & Emergency Preparedness (Post 870411). 38pp. 58112:141-58112:178.

9106130229 Notification of 910617 meeting w/ASEA Brown Boveri & INEL in
Rockville.MD to discuss disposition of initial questions & review schedule for "Realistic
Small Break LOCA Evaluation Model" topical rept

HUANG.P. Reactor Systems Branch. 91/06/06. JONES.R.C. Reactor Systems
Branch. 2pp. 58111:297-58111:298.

9106170074 Forwards Rev 14 to QA program.

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). B13835.
91/06/06. Document Control Branch (Document Control Desk). 3pp. 58147:025-
58147:168.

-9106170083 Rev 14 to QA program.

*  Northeast Utilities. B13835. 91/06/30. 100pp. 58147:028-58147:168.

9106170144 Updates NRC on BWROG stability activities w/emphasis on BWROG/GE
plans re ATWS stability analysis results discussed w/NRC on 910109.
BECK.G. BWR Owners Group. BWROG 91-039. 91/04/15. THADANI.A.C. Division of
Systems Technology (Post 890827). 2pp. 58165:186-58165:187.

9106180003 Application for amend to License DPR-20,changing Tech Specs to incorpo-
rate change to reactor variable high power trip setpoint.ANF-90-181, "Review & Anal-
ysis of SRP Chapter 15 Events for Palisades W/15% Variable High Power..." encl.
SLADE.G.B. Consumers Power Co. 91/05/30. Document Control Branch (Document
Control Desk). 4pp. 58175:067-58175:152.

-9106180005 ANF-90-181 "Review & Analysis of SRP Chapter 15 Events for Palisades
W/ 15% Variable High Power Trip Reset."

WELZBACKER.R.T., LINDQUIST.T.R. Advanced Nuclear Fuels Corp. (formerly Exxon
Nuclear Co., Inc.). 90/11/09. 74pp. 58175:079-58175:152.

9106180216 Notification of 910807 meeting w/BWROG.GE & ORNL in Rockville.MD to
discuss BWR thermal hydraulic stability.

RICHINGS.H. Reactor Systems Branch. 91/06/14. JONES.R.C. Reactor Systems
Branch. 2pp. 58146:342-58146:343.

9106180380 Notification of 910617 meeting w/EPRI,TVA,NUMARC & TECO in
Rockville.MD to discuss future interaction between NRC & EPRI MOV TAG on per-
formance prediction program.

NORBERG.J.A. Mechanical Engineering Branch. 91/06/12. RICHARDSON.J.E. Divi-
sion of Engineering Technology (Post 890827). 2pp. 58146:360-58146:361.

9106180408 Summary of 900328 meeting w/WOG Steering Committee re program to
develop peer groups of Westinghouse NSSS plants.

HICKMAN.D.E. Trends & Patterns Analysis Branch. 91/06/12. VOYTELL.K. Westing-
house Operating Plants Owners Group. 5pp. 58151:318-58151:322.

9106190211 Advises that WCAP-11953. "SE Supporting More Negative EOL Moderator
Temp Coefficient TS for JM Farley Nuclear Plant Units 1 & 2" will be withheld from
public disclosure.per 10CFR2.790.

HOFFMAN.S.T. Project Directorate 11-1. 91/06/14. DIPIAZZA.R.P. Westinghouse Elec-
tric Corp. 4pp. 58151:335-58151:338.

9106190217 Forwards proprietary Rev 1 to ANF-90-082(P), "Application of ANF Design
Methodology for Fuel Assembly Reconstitution." Rept withheld (ref 10CFR2.790(b)).
COPELAND.R.A. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co.. Inc.).
RAC:075:91. 91/06/06. Office of Nuclear Reactor Regulation, Director (Post 870411).
4pp. 58193:252-58193:255.

9106190330 Forwards SE accepting topical rept WCAP-12639. "Pressurizer Surge Line
Thermal Stratification Generic Detailed Analysis Program MUHP-1091 Summary
Rept."

HSIA.A.H. Project Directorate III-2. TAG 72116. 91/06/06. KOVACH.TJ. Common-
wealth Edison Co. 4pp. 58159:115-58159:126.

-9106190351 SE of WOG rept WCAP-12639, "Pressurizer Surge Line Thermal Stratifi-
cation Generic Detailed Analysis Program MUHP-1091 Summary Rept." Rept accept-
ed.

*  Project Directorate III-2. 91/06/06. 8pp. 58159:119-58159:126.

9106210161 Notification of 910627 meeting w/BWR Owners Group in Rockville.MD to
discuss long-term solution for stability concerns re some tight inlet orifice plants.
RICHINGS.H. Reactor Systems Branch. 91/06/13. JONES.R.C. Reactor Systems
Branch. 2pp. 58191:076-58191:077.

I 2,Rey 1 to WCAP-10271-
will be withheld from

public disclosure.per 900822 & 1220 requests.
AULUCK.R. Project Directorate II-2. 91/06/18, DIPIAZZA.R.P. Westinghouse Electric
Corp. 3pp. 58205:342-58205:344.

9106250243 Application for amend to License DPR-58,decreasing min measured flow
requirement as found in Table 3.2-1 & revising RCS limit Figure 2.1-1 & Table 2.2-1
functional unit 12 footnote.Rept withheld.

ALEXICH.M.P. American Electric Power Co., Inc. AEP:NRC:1130. 90/07/23.
MURLEY.T.E. Document Control Branch (Document Control Desk). 20pp. 58220:234-
58220:260.

9106250199 Advises that Suppl 2,Rev 0 to WCAP-8687,Suppl 2,R
P-A, WCAP-11733.WCAP-12374, WCAP-12632 & WCAP-12641

9106260052 Grants util request for withholding "BWROG Rept for Increasing MSIV
Leakage Rate Limits & Elimination of Leakage Control Sys," NEDC-31858P,from
public disclosure.

DEMBEK.S. Project Directorate I-2. TAG 80098. 91/06/19. MILTENBERGER.S. Public
Service Electric & Gas Co. of New Jersey. 6pp. 58217:256-58217:261.

9106260100 Grants request for withholding WCAP-12914, "Structural Evaluation of
Salem Nuclear Plant Units 1 & 2 Pressurizer Surge Lines.Considering Effects of Ther-
mal Stratification," from public disclosure.

STONE.J.C. Project Directorate I-2. TAG 72161. 91/06/12. DIPIAZZA.R.P. Westing-
house Electric Corp. 5pp. 58217:277-58217:281.

9106260263 Withdraws request for NRC review of WCAP-11157. "Integrity of Fuel Rods
During Locked Rotor/Shaft Bread Accident" & WCAP-10484, "Spacer Grid Heat
Transfer Effects During Reflood."

TRITCH.S.R. Westinghouse Electric Corp. NS-NRC-91-3598. 91/06/04. JONES.R.C.
Reactor Systems Branch. 1p. 58230:341-58230:341.

9106260306  Forwards nonproprietary & proprietary Addendum 2,Rev 3 to WCAP-12245
& WCAP-12244, "Addendum 2 to Steam Generator Tube Plug Integrity Summary
Rept." Rept withheld (ref 10CFR2.790).

TRITCH.S.R. Westinghouse Electric Corp. NS-NRC-91-3596. 91/05/31.
RICHARDSON.J.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 2pp.
58238:275-58239:004.

-9106260311 Informs that Addendum 2,Rev 3 to WCAP-12244. "Addendum 2 to Steam
Generator Tube Plug Integrity Summary Rept," proprietary.per 10CFR2.790.
DIPIAZZA.R.P. Westinghouse Electric Corp. AW-91-167. 91/05/31. MURLEY.T. Docu-
ment Control Branch (Document Control Desk). 11 pp. 58238:277-58238:287.

-9106260313 WCAP-12245 ADD02 R03 Addendum 2,Rev 3 to "Addendum 2 to Steam
Generator Tube Plug Integrity Summary Rept."
KEATING.R.F. Westinghouse Electric Corp. 91/05/31. 71pp. 58238:288-58239:004.

9106260307  Forwards Rev 12 of Topical Rept CPC-2A, "Quality Program Description for
Operational Nuclear Power Plants" for review.

HOFFMAN.D.P. Consumers Power Co. 91/06/14. Document Control Branch (Docu-
ment Control Desk). 72pp. 58230:188-58230:340.

-9106260314 CPC-2A R12 Rev 12 of Topical Rept CPC-2A, "Quality Program Descrip-
tion for Operational Nuclear Power Plants.

*  Consumers Power Co. 91 /06/05. 81 pp. 58230:260-58230:340.

9106260325 Forwards nonproprietary WCAP-12876 & proprietary WCAP-12877, "Tech-
nical Justification for Eliminating Pressurizer Surge Line Rupture...," in response to
Action 1.d of NRC Bulletin 88-011.WCAP-12877 withheld (ref 10CFR2.790(b)(4)).
PARKERJ.M. Northern States Power Co. IEB-88-011. 91/06/17. Document Control
Branch (Document Control Desk). 7pp. 58249:327-58250:054.

-9106260332 WCAP-12876 Nonproprietary "Technical Justification for Eliminating Pres-
surizer Surge Line Rupture as Structural Design Basis for Praire Island Unit 1."
WITT.FJ.. PALUSAMY.S.S. Westinghouse Electric Corp. 91/03/31. 70pp. 58249:334-
58250:044.

9106260357 Forwards updated VEP-1-5A, "Operational QA Program Topical Rept."
STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 91-304. 91/06/20.
Document Control Branch (Document Control Desk). 9pp. 58242:128-58242:241.

-9106260367 VEP-1-5A Updated VEP-1-5A, "Operational QA Program Topical Rept."

*   Virginia Power  (Virginia  Electric &  Power Co.).  91/04/30.   101pp.  58242:137-
58242:241.

9106260368 Forwards nonproprietary WCAP-12951 & proprietary WCAP-12950, "Steam
Generator Plugged Tube Presentation Matl." Rept withheld (ref 10CFR2.790).
TRITCH.S.R.      Westinghouse      Electric      Corp.      NS-NRC-91-3599.      91/05/23.
RICHARDSON.J.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 2pp.
58239:005-58239:052.

-9106260371 Informs that WCAP-12590, -'Steam Generator Plugged Tube Presenta-
tion," proprietary.per 10CFR2.790.

DIPIAZZA.R.P. Westinghouse Electric Corp. AW-91-164. 91/05/23. MURLEY.T. Office
of Nuclear Reactor Regulation, Director (Post 870411). 10pp. 58239:007-58239:016.

-9106260374 WCAP-12951 "Steam Generator Plugged Tube Presentation Matl."
WHITEMAN.G.W.    Westinghouse    Electric    Corp.    91/05/31.    35pp.    58239:017-
58239:052.

9106260398 Forwards Rev 6 to Topical Rept CENPD-210, "Description of Nuclear QA
Program."

KENNEDY.E.H. Combustion Engineering, Inc. LD-91-029. 91/06/13. BRACH.E.W.
Document Control Branch (Document Control Desk). 8pp. 58237:001-58237:056.

-9106260402 CENPD-210 R06 "Description of Nuclear QA Program."

*  Combustion Engineering, Inc. 91/06/13. 48pp. 58237:009-58237:056.

WASTE MGT NUCLEAR WASTE MANAGEMENT

9106030049 Forwards notice of upcoming meetings re NRC High Level Waste Mgt
Program.NRC/DOE interactions meetings will be held on 910530 in Rockville.MD &
NRC/DOE QA bimonthly meeting will be held on 910625 in Rockville.MD.
LIN EH AN, JJ. Repository Licensing & Quality Assurance Project Directorate (Post
881120). HLWR. 91/05/27. Affiliation Not Assigned. 3pp. 57914:329-57914:330.

9106030058 Forwards comments on US positions on upcoming meeting of Radwaste
Mgt Committee in June 1991.Comments cover groundwater flow heterogeneity work-
shop & groundwater flow through argillaceous media workshop.
BERNERO.R.M. Office of Nuclear Material Safety & Safeguards. HLWR. 91/05/28.
ISAACS.T.H. Energy, Dept. of. 7pp. 57994:127-57994:133.

9106030074 Forwards documents re review efforts on US Ecology topical rept on high
strength asphalt solidification for radwaste. Interim approval will be granted for boric
acid waste stream formulation under narrowly bounded conditions.
LOHAUS.P.H.  Low-Level  Waste  Management  Branch  (Post  901230),   91/05/22.
MILLER.V.L State Programs (Post 900112). 2pp. 57915:335-57915:346.nonproprietary & proprietary, "Fort St Vrain Decommissioning
